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66 Wh 雜ず電化 AStOBSE 1 L 1 V 6 日 OftnAh 

Name of 0 〇〇ぉ： 
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しを世识則 (Hazards identification) 

ホ* 

Wone. 

2• を运按照 im 防 E み巧的类巧 (Su が esUon according to lATA 
DCS) 

巧な巧ぶ巧巧ホ件か巧。 

The substance is ftot r&s trie ted to lATA DCR according to packing 
in 占 true 。 on 96o Cerre け 1 Ri ■か lireoents and Section II. 


3, おち资ホ (Packaging r の Mirenems) 

巧おか巧な物をかか邀 * j. 

Th« goods are packaged がの rding lo the 町けユが叫 requireaent of ordi nary 

goods. 
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祥みぶか 

1 Name of Goods 

十文 

ご hin が石 

巧巧お（巧巧を）/組巧お/械品 K/ffi 件（巧あおぶ）/格巧よ巧巧を 
/括* f 這化化1ひ化 E 11，IV抓 OOmAh がが 

ち文 
English 

Lithium Ion お Uery 化10化目 11け6附 OroAli が抓 i 

化がキせ Con 

signor 

た巧拉ドが泌旧めか K た司 

义产单化 Macurfad り r が 

を巧をド能が R 巧がお公>3 

がホ方法、な序 

Insa 昨对口 n Methods and 
Procedures 

胺合巧（尖 T た洽巧极1お冷的巧が巧） ， 

UN 'わ cocfflcndations on the TRA の阳 RT OF MNC 邸 OU 泌 00 投 

がぶ外现ちは化 
Appearance & Odor 

おを巧眩みホ， ミを 

black plastics cement shell,odorless 


をを なを 
TRANSPORT JNFORMATION 
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试輪巧 目ぶ 称 
Name of Test Items 

试駿结果 

Test Result 

高度模拟 
Altitude 
simulation 
(38. 3 test 1) 

无质窜损失、无泄露、无排气、で解体、无破裂及起乂。测试后的开路电压大于试验么前 

的 90% 。が验符合标准要求。 

No mass loss , no leakage , no venting , no disassembly , no rupture and no fire and 
the open circuit voltage of each test cell or battery after testing is not less than 
90% of its voltage immediately prior to this procedure. The test result conforms to 
the requirements of standard. 

热测试 

Thermal test 
(38. 3 test 2) 

无质を巧失、无泄露、无排气、无解体、无破裂 1^ 及起火。测试后的开路电巧大于试龄么前 

的 90% 。が验符合标准要求。 

No mass loss , no leakage , no venting , no disassembly , no rupture and no fire and 
the open circuit voltage of each test cell or battery after testing is not less than 
90% of its voltage immediately prior to this procedure. The test result conforms to 
the requirements of standard. 

振动 

Vibration 
(38. 3 test 3) 

无质巧损失、无泄器、无排气、无解体、无破裂 W 及起火。测试后的开路电压大于试验么前 

的 90% 。试验符合标准要求。 

No mass loss ， no leakage ， no venting , no disassembly , no r 叩 ture and no fire and 
the open circuit voltage of each test cell or battery after testing is not less than 
90% of its voltage immediately prior to this procedure. The test result conforms to 
the requirements of standard. 

冲ホ 

Shock 

(38.3 test 4) 

无质魚损失、无泄露、で排气、无解体、无破裂しツ及起火。测试后的升路电压大テが验么前 

的 90% 。试验符合标准要求。 

No mass loss , no leakage ， no venting , no disassembly , no rupture and no fire and 
the open circuit voltage of each test cell or battery after testing is not less than 
90% of its voltage immediately prior to this procedure. The test result conforms to 
the requirements of standard. 

外短路 

External short 
circuit 
(38. 3 test 5) 

を测が的 6h 內ま面温度〈 170 で，无解体、无破裂しツ及起火现を。试驗符合标准要求。 

The external temperature does not exceed 170.C, no disassembly, no rupture and no 
fire within six hours of this test. The test result conforms to the requirements of 
standard. 

碰撞 

Impact 

(38. 3 test 6) 

在测试的 6h 内表面 — 温度〈 170 で，无解体、起乂现を。试验符合标准要求。 

ihe external temperature does not exceed 170 で ， no disassembly, no fire within six 
hours of this test. The test result conforms to the requirements of standard. 

过充电 
Overcharge 
(38. 3 test 7) 

在测が的 7 天时间内无解体和起火。试验符合标准要求。 

No disassembly, no fire within seven days of this test. The test result conforms to 
the requirements of standard. 

强制放电 

Forced discharge 
(38. 3 test 8) 

7 ■ 

其它 

Other 

电池或电池む样品须固定在可完全封闭的内包装中并装を坚固的外包装巧。样品须被が护な防止短路。 

The Sample of the battery or cell is packed in inner packagings that completely 
enclose the battery or cell. The sample is packed in strong outer packing. The sample 

被测が包装件能够承受し 2 米跌をな始，其内装的电池没有破损，没有产生导致み装电池的賞接接触及内 
容物泄游的移动 ; 包装件な巫馬不超过 10kg ( 毛を)。 

The tested package is capable of withstanding a 1.2m drop test in any orientation 
without damage to cells or batteries contained therein,without shifting of the 
contents so as to allow battery to battery or cell to cell contact and without 
release of contents. The package does not exceed 10kg gross mass. 
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